CHAPTER IV.
THE NEW SANITARIUM.
Its growth.
NOTHING is more interesting than the
study of the rise and progress of the
Mahabaleshwar hill station which has been
enjoying almost unbroken prosperity since
its establishment in 1829. Owing to the
encouragement and support of Government,
it rose gradually in extent, importance and
popularity; and now it is pre-eminently
classed as the first and best Sanitarium in
Western India, being visited by a large
number of people requiring change for the
benefit of their health. Besides its fine
climate, it affords numerous facilities and
comforts, scarcely found at any other hill
station. This reiparkable progress in its
development is solely due to the early
efforts of its founders. It is therefore
intended to take a bird's-eye view of their
work during the early period.
Sir John Malcolm, the founder of the
Mahabaleshwar Sanitarium, made his first
res idence there in 1829, and again visited